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Message Text 


UNCLASSIFIED 

PAGE 01 BANGKO 21824 031220Z 
41 

ACTION EA-09 

INFO OCT-01 ISO-OO EB-07 /017 W 

114392 

R 03 103 1Z AUG 76 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1593 

UNCLAS BANGKOK 21824 

E.O. 11652: N/A 
TAGS: BEXP.TH 

SUB J : TRADE ASSISTANCE: UTILITY ELECTRIC CO., LTD. 

1 . MR. VASANT SUPPRAKORN, MANAGING DIRECTOR, AND MRS. NONGLUCK 
SUPPRAKORN, GENERAL MANAGER, UTILITY ELECTRIC CO., LTD., 55/24-25 
PHYA THAI ROAD, BANGKOK, PLAN A TWO-MONTH BUSINESS TRIP TO THE 
U.S. THEY WILL STAY IN CHICAGO SEPTEMBER 20 - 26 AND IN NEW YORK 
OCTOBER 4- 10. 

2. THEY ARE INTERESTED IN VISITING AND DISCUSSING AGENCY 
ARRANGEMENTS WITH RELIABLE ELECTRIC CO., 11333 ADISON STREET, 

FRANKLIN PARK, ILLINOIS 60131, AND WITH GENERAL MACHINE PRODUCTS 
CO., INC., OLD LINCOLN HIGHWAY AT PENN TURN PIKE, TREVOSE, 

PA. 19047. 

4. COMMERCE IS REQUESTED TO ASK THE TWO U.S. FIRMS WHETHER 
THEY ARE WILLING TO TALK WITH THEM AND ADVISE ASAP. 

5. UTILITY ELECTRIC COMPANY IS ONE OF THE LEADING IMPORTERS 

AND GOVERNMENT CONTRACTORS OF ELECTRIC AND TELEPHONE TRANSMISSION 
EQUIPMENT. FIRM HAS JUST RECENTLY SIGNED A CONTRACT WITH 
THE TELEPHONE ORGANIZATION OF THAILAND FOR THE SUPPLY OF 
41 UTILITY TRUCKS FROM UTILITY BODY COMPANY, BERKELEY. 

CALIFORNIA. 

WHITEHOUSE 


UNCLASSIFIED 
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Copy: SINGLE 
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Decaption Note: 
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Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BANGK021824 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760298-1035 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760894/aaaadekn.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: SmithRJ 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 FEB 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 FEB 2004 by ReddocGW>; APPROVED <25 JAN 2005 by SmithRJ> 
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Review Release Date: n/a 
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